Concert of 
Chamber Music 

By the 

PARLOW STRING QUARTET 
and Leo Barkin, Pianist 

In 

Eaton Auditorium, College St., Toronto 

Cn May 29th, 1947, at 8.30 p.m. 

Presented Under Auspices of Free French Committee, 
with Proceeds in Aid of Hospital, Saint Die, (God-Mother 
of the Americas), France. 

Under Distinguished Patronage of Sir Ernest and Lady 
MacMillan, and of Monsieur Jacques Grellet, French Consul, 
in Toronto. 





1. Quartet, C Minor, Opus 18, No. 4 . Beethoven 

Allegro ma non tanto, 

Scherzo, 

Menuetto, 

Finale — Allegro. 

2. Quartet, A Major, Opus 26 . . . Brahms 

(For Piano and Strings) 

Allegro non troppo, 

Poco Adagio, 

Scherzo, Poco Allegro, 

Finale — Allegro. 

INTERMISSION 

(Capt. M. P. Tuteur, R.A., President of Free French Committee) 

3. Quartet, F Major .... Ravel 

Allegro Moderate, (Tres doux) 

Assez vif; tres rythme, 

Tres lent, 

Vif et agite. 

PARLOW STRING QUARTET: 

Kathleen Parlow, 1st Violin, 

Samuel Hersenhoren, 2nd Violin, 

Stanley Solomon, Viola, and 
Isaac Mamott, Cello. 


TICKETS $1.00 OBTAINABLE AT EATON AUDITORIUM; HEINTZMAN’S- 
MOODEY’S, 90 KING STREET WEST AND 21 BLOOR STREET WEST- AND 
ROYAL YORK HOTEL CIGAR STAND. 







